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This document is actually a compilation of the 
following documents: 


1 system 64 Maintenance Field Manual - Preliminary 
(TD-7255) 

Equipment Characteristics 
Installation 

Field Service Level Parts Bulletin 
AC and DC Interconnection Diagram 

2 Q64 Error Codes and Board Bug Diagnostic List 

Including External Spec. Q64 Diagnostic 52084-001 

3 ATPs 

MISC52 

STAPE 

DISC52 

CPU64 

MEM64 

4 External Specifications Q64 51072-001 

5 Configuration Specifications Q64 52079-001 



